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ABSTRACT 


High energy electrons from the USNPGS LINAC were used to 
study the energy distribution characteristics of the electrons before 
and after passage through various thicknesses of aluminum absorbers. 
Data was taken for initial energies between 50 and 100 MeV, and for 
absorbers of thicknesses between 0.28 gm/cm* and 3.1 gm/cm*. 

bys 
The results were compared with the theory of Blunck and Westphal, 
and the experimental measurements of Breuer. Geometrical factors 
involved in the experimental arrangement were found to have hada 
pronounced effect on the measurements, and refinements to the ex- 
perimental conditions for tutUmemmeasureiments Of (hic perme 
indicated. Preliminary work in this direction shows that the half 


widths and most probable energy losses given by the theory are con- 


firmed within experimental errors. 
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le ADL LRODLGPION 


High energy electrons are known to lose energy in passing through 
material media. These losses occur mainly through ionization and 
excitation when the passing electrons interact with the atomic elec- 
trons and through radiation (bremstrahlung). While interactions also 
occur with atomic nuclei, the losses due to such interactions are 
normally negligible due to the limited energy transfer resulting 
from the differences in mass between the electrons and the nuclei. 
The principal effect of interactions with nuclei is to lengthen the path 
of electrons in passing through a layer of material due to multiple 
scattering thus increasing the losses due to radiation, ionization, 
and excitation. 

Several authors have treated this problem theoretically (1, 2, 3, 
4, 5, and 9), and a limited number of measurements are in the litera- 
ture (6, 7, 8, and 12); however, no reported measurements on alum- 
inum have been carried out in the energy range of 60 - 100 MeV. 

The Naval Postgraduate School electron linear accelerator 
(LINAC) provides the capability to make such measurements. A 
series of measurements has therefore been carried out in this energy 
range to determine the most probable energy loss and the energy loss 
distribution characteristics. According to the theoretical consider- 
ations which will be discussed in section H, the energy loss of 
electrons in passing through relatively thin absorbing layers can be 


characterized by the most probable energy loss Qn and the half width 
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HW of the distribution. The half width is defined as the energy width 


of the distribution at one half the maximum intensity. 
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Il THEORETICAL CONSIDERATIONS 


Blunck and Westphal (B&W) (1) have developed a theoretical dis- 
tribution for the energy loss due to ionization, excitation, and radia- 
tion which is based on the works of Landau (2), Blunck and Leisegang 
(3), Eyges (4), and Bethe and Heitler (5). Their distribution is given 
as a function of the dimensionless parameter X which is a linear 


function of the energy loss Q. The parameter X is defined by: 


) =] CEmG! yee ao SG 
aR aR 


Here Q is the average energy loss through ionization in MeV suffered 
by the electrons of initial energy E;(MeV) in passing through an ab- 
sorber of thickness R(cm). The constant a is a function of the atomic 
number Z, the atomic weight A and the density P (gm/cm*) of the 
absorbing medium, and of the velocity P =v/c of the passing 


electron. The expression for a is given by B&W as: 


a= 0.154 vee C = 


I Bs Cia 
For the probability distribution W(Q)dQ B&W give: 


Wee 
W(Q)dQ = te) x F cake Zen led ® 


with: 


(\ -A,) 

ace OCB 3 
F OeR. b2 (A)= Per+1)(4) ») OnTe ¥ (Y2Q-™) 
—V( b + Mi + NAS + O° 
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Here the term B is a normalizing constant. ThetermsC,, JF ,, 

A n> are constants given for the appropriate values of the summa- 
tion integer n as indicated in Table I, CC is a constant which deter- 
mines the radiation contribution to the distribution and was taken by 
B&W from the works of Bethe and Heitler (5). The value of the con- 


stant O€¢ is determined for the absorbing material by: 


Cai dix 1077 
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TABLE 1. DistributioneGonstancs 


n i 

C 0.174 
n 

Tin 0.0 


Me | les 





ihe term ee is obtained from Blunck and Leisegang (3) and can be 


written in the form: 


we!) 2) imNm . inf 2Ej 
cS Z Te - 2) 
mM mM 


in which the summation is over the m different ionization potentials of 
the atomic electrons of the absorber. NGS is the number of electrons 


per atom or molecule of the absorber with the ionization potential Lae 


D (GO=dy ) is the parabolic cylinder function of the indi- 
= OS Ny homer 


cated arguments. B&W have calculated the function Peer b2(X) for 


Z 
b values of 0, 3, 6, and 9, and ct R values of 0, 0.05; 0.10, Ome 
eZ 


0.20, and 0.25 as a function of X for values of A of approximately 
-7 to +15; and they have presented the results of these calculations 
graphically. It is to be noted that for a given initial energy and ab- 
sorber thickness, the distribution FAR, b2 (Yd) is directly proportional 
to W(Q) with all other terms being involved only in the normalization. 
Since A is linearly proportional to Q one can write: 

Q=(aR)A + Qo 


or 


_ Q - Qo 
r= aR 


where 


OF =Q-aRx 1n( =) tml... Woe falies) 
R 


a 


is the energy loss corresponding to » equals zero. 

In evaluating Q the average energy loss due to ionization and 
excitation, the equations given by Sternheimer (9) are used. These 
equations take into account the density effect due to polarization of 
the medium. Sternheimer's equations for the average energy loss 


can be combined and written in the fornz: 


— st 2 ' Pp i 
Q = 32 Ba40.43 Ph, -96 -G- ag Oey tong, 


and m 


In these last two equations the terms As B = iB 


C, et, a 


S? 


are constants which depend upon the absorbing material. Sternheimer 
(9,c) gives these constants for aluminum as A Ueeowe:, Se 16. 77, 


Ce Sek, aah eee a = 0.0906, and xX, = 3.0: By the relativ- 


istic mass energy relationship the quanity p/mc can be expressed as: 


pb. = pe NE* + 2mc“E 


eens mc 


mc 


iF, 


which shows the energy dependence of this term. 

Sternheimer (9, b) also gives an equation for the most probable 
energy loss Qoi due to ionization and excitation losses which is of in- 
terest in comparing with the most probable loss determined from the 
theory of B&W and the experiment for a comparison of the relative 
effects of ionization and excitation, and radiation on the most probable 
energy loss. This equation from Sternheimer can be written in the 


form: 


At AE 2 Pp oe 
aged S S ee 
Qni at B, + 1.06 + in(“y - 6 -C- ag (1-108; 5282) 
This equation can for a given BE. under the assumption of small en- 
ergy losses be written in the form: 


where K and K, are constants which can be determined from the pre- 
vious equation. This latter equation shows that contrary to the inter- 
pretation of Breuer (12), the most probable loss due to ionization and 
excitation os does not vary nese with the thickness of the absorb- 
er. Figures 1 and 2 show this variation from linear behavior by 
showing respectively Q,i/t as a function of E, for selected thicknesses 
and QU as a function of t at a constant energy of EB. equals 70.00 MeV. 
Actually as can be seen from figure 1, figure 2 represents the theoret- 
ical dependence of oi on thickness with good accuracy for a wide 


range of energy (from 50 to 100 MeV the theoretical deviations from 


this curve do not exceed +. 5%), 
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The characteristics of the distribution given by B&W cantoa 
limited extent be specified by giving the half width and the energy of 
the maximum. Figure 3 is derived from the work of B&W and shows 
the variation of the half width with respect to the related parameters. 
The diagonal straight line in figure 3 gives the relation between aR 
and e€ Rfor Al by use of the left and top scales so that only aR and 


Z 


b~ need be calculated. The curved lines give the half widths of the 


distributions for selected values of bo as a function of OR by use 
of the left and bottom scales. To estimate the monoenergetic half 
width one first calculates the values of aR and Ar; then by finding 
the point on the straight line which corresponds to the calculated 
aR value CCRis determined. With this value of O¢ R one finds 
the appropriate value of be by interpolation and reads the value of 
HW/aR from the bottom scale. Multiplying this value by the com- 
puted aR gives the half width in MeV. From figure 4 the most pro- 
bable energy loss according to B&W can also be obtained and thus ; 
the location of the maximum is determined. These two character- 
istics give, however, only partial information of the distribution as 
can be implied from figure 3; in figure 3 one sees that the same half 
width could be expected over a range of values for aR, of R, and Be 
The points of intersection of the curves in figure 3 with the o€R= 0 
line represent the solutions of Blunck and Leisegang for the case of 
radiation being ignored and at ae = 0 also the solution of Landau. 
The effects of multiple scattering of the electrons within an ab- 


sorbing layer have been treated by Yang (10). He gives a theoretical 


leie 


FIGURE 3 





Blunck and Westphal Half Width 
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FIGURE 4 Most Probable Ionization and Radiation Loss 
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probability distribution for the path lengthening in terms of the para- 
meter V. In an asymtotic approximation to his theory he gives the 
following expressions for the ranges indicated as the probability dis- 
tribution for V for the case of electrons leaving the absorber parrallel 
to their incident paths. He indicates an agreement between these 


approximate relations and the detailed theory to within less than 1% 


deviation. 
B(V) = 4 W-2 V -5/2 (1 = Gieiees tt (V= 1aQg 
2 
B(v) = 2 cual NAS (V = 1.0) 


The parameter V in these relations is given by: 


2PCB 
21MeV 


Z 


Vi CZ) ie / 


where T the thickness of the layer in radiation lengths and (AAT) 
is the path lengthening in radiation lengths (the radiation length for 
Miiccataue a 46 given in Rossi (11) as 24.4 em/cm“). 

From a graphic portrayal of B(V) given by Yang, the most pro- 
bable relative path lengthening can be shown to be given with accept- 
able accuracy by: 


ZNU\Ge 0298t 
t p a 


u 





since at energies of 50 MeV and higher the approximation pe equals E 
and 6 equals unity is acceptable for this type calculation. Yang 
also gives in the work cited above an expression to the average to the 
average path lengthening for the parallel path case which can be used 
to show that the average relative path lengthening is given to good 


accuracy by: 
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By integration of the second expression for B(V) given above from an 
arbitrary V greater than 1.0 to infinity, one can estimate the proba- 
bility of an electron suffering path lengthening of greater magnitude 
than that corresponding to the arbitrarily chosen V. If such inte- 
gration is performed and the probability is restricted to 10% (or 0. 10) 
one can solve the resulting equation in V for the path lengthening 
which corresponds to the maximum lengthening for 90% of the elec- 
trons. This type calculation yields for the maximum relative path 


lengthening of 90% of the electrons: 


a _ Sat 
eo ri 


which means that 90% of the electrons will suffer lesser path lengthen- 
ing than that indicated by the last equation. 

The theoretical significance of the last three equations for multi- 
ple scatter path lengthening is that the effect should be negligible for 
the current measurements. Since the thicknesses are less than 
5 sn oe and the energies are all above 50 MeV for the range of the 
current measurements, the predicted percentage increases in path 
length are for the most probable path lengthening less than 0.2%, for 
the average path lengthening less than 0.3%, and for the maximum 
path lengthening of 90% of the electrons less than 0.6%. From these 
equations for path lengthening it can then be seen that the effects of 


multiple scattering are in general sinall except for the case of low 


Zl 


energy or large layer thickness, and these are conditions that in gen- 
eral would violate the assumption of small energy loss in comparison 


to the initial energy. 


age 


Hl, EXPERIMENTAL PROCEDURE 


The experimental measurement of the energy loss requires a 
source of high energy electrons which is provided by the LINAC, and 
a means of determining the energy distribution of these electrons both 
before and after passage through the selected absorbers. The energy 
distribution was measured with the 16 inch magnetic spectrometer 
and the counting system used for electron scattering experiments; 
this system is described by Kenaston, Luke, and Sones (13). 

Due to the limitations of counting rate imposed by the counting 
system, the spectrometer could not be used at a zero degree position 
to directly measure the electron energy distribution because the beam 
intensity could not be reduced sufficiently to permit this type of oper- 
ation. Consequently a scattering foil was placed in the electron es 
to provide an acceptable electron flux into the spectrometer at an off 
beam line position as was done by Breuer (12)(See figure 5). The ab- 
sorbers were then placed between the scattering foil and the spectro- 
meter when measuring the energy distribution of the electrons pass- 
ing through the absorber. 

In order that the absorbers could be readily changed inside the 
evacuated scattering chamber, a remotely controlled rotating wheel 
type of mounting was installed and used in most of the measurements. 
This wheel permitted the mounting of up to 8 different absorbers at 
one time with an additional blank space provided for taking the distri- 


bution of the initial electron energy. Due to the limitations imposed 


7a: 


by the size of the scattering chamber, the absorbers mounted on this 
wheel were located approximately 22 cm from the scattering foil. 

One measurement was carried out with the absorber mounted on 
the target ladder which held the scattering foil in such a way that the 
absorber was only approximately 3 cm from the scatterer but out of 
the main beam line. The use of the mounting wheel with the absorb- 
ers at the 22 cm position can be seen to have been illadvised by com- 
paring the results in figures 8 and 9. 

Prior to the start of these measurements, the spectrometer had 
not been connected directly to the scattering chamber. Instead the 
chamber had a series of windows of thin mylar as did the entrance 
to the spectrometer; between the spectrometer and the scattering 
chamber this previous arrangement had also left an air space of 
approximately 5 inches. Since it was expected that these inter- 
vening materials would cause significant energy loss and broadening 
of the distributions, an adapter was designed and fabricated which 
permitted the removal of the windows between the scattering chamber 
and the spectrometer to provide a free path in vacuum for the elec- 
trons from the scattering foil and absorbers into the spectrometer. 
Measurements of the distributions with and without this coupling 
proved that significant broadening did occur when the windows and 
air space were in the path; this effect proved to be about 30% broad- 
ening of the initial energy distribution with a corresponding reduction 
in the maximum intensity. All measurements were therefore carried 


out with the vacuum coupling. 


24 


The spectrometer and counting system have only a capability to 
measure the intensity of a small energy interval at one time; there- 
fore, it was necessary to take several readings at different intervals 
to construct the energy distributions. In order that the individual 
measurements which make up any one distribution could be properly 
weighted, a secondary emission monitor (SEM) was used to integrate 
the total electron beam flux so that each count was based on the same 
total charge passing through the scattering foil. The SEM therefore 
provided the necessary standard for relating the individual measure- 
NICHES . 

A typical plan view of the experiment is shown in figure 5. The 
scattering foils were made of 3.3 mil aluminum foil. The absorbers 
were machined from electrical conductor grade aluminum of greater 
than 99.4% purity. 

Table II gives the experimental parameters used for the energy 


loss measurements. The measurements at approximately 53.8 MeV 


were taken to permit comparison with the results of Breuer (12). 







TABLE II]. Experimental Parameters 
absorber 
E. (MeV) t ony Cr, position 

53. fy tO. 1 8994 ae. 
B3. 770.1, 89.4 Ze 
SD Suae (0. Lo 6a ac Cima 
53.9)70.1, 89.4 Zc crm 
53.95 (O.1. Som PAP ONG ON 
Boe 1 Oli O Saat ao Ci 
sho oats. 3 & 22em 














25 


— 


JUdsIUAsUeAAY TeJUoTUTANdxY Jo MoTA UT G AUNDISA 


® 
la 
‘\ 
\ a 4saquivy 5 6u1434209¢ 


Woe g UIOW 





buijdnoy unnova ‘ 


tL 


a eer J — 





[P2AYNM 6urzunopw 4A29g40SGV 


MOPUIAA | SS 


26 


The data taken for the energy distributions were the spectrometer 
energy setting, the counts recorded for a standard beam integration of 
1 microcoulomb by charging a 10 microfarad capacitor connected to 
the SEM (efficiency approx. 10%) to 10 millivolts, and the elapsed 
time in seconds for the integration. This data permitted appropriate 
corrections to be made when required due to high counting rate. 
Background counts were also taken without the scattering foil in 
place to evaluate the effects of endstation background on the experi- 
mental counts. These backgrounds proved to be negligible within the 
energy ranges of interest. 

Further measurements were attempted with the absorbers mount- 
ed close to the scattering foil, but technical problems developed in 
the accelerator which precluded the accomplishment of such mea- 


surements in time for inclusion in this paper. 
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IV. TREATMENT OF DATA 


Since the theory,presented in section 1] is based on imitially imam 
energetic electrons, and the data (See figure 6) indicate that the ini- 
tial energy distribution, while essentially monoenergetic with resp rct. 
to total energy (half width approx. 0.57% of total energy), cannot be 
considered as monoenergetic with respect to the relatively small 
energy losses. To determine the theoretical distribution resulting 
from the passage of the electrons with the initial energy distribution 
measured requires a folding of the measured distribution with the 
theoretical monoenergetic distribution. If the mathematical form of 
the initial distribution, way F(E), were known, the theoretical re- 


sulting distribution would be given by: 


Gine) < Sf we - Ey) x F(E,) dE, 
EE. 
l 


where the integration is over the range of the initial energy distribu- 
tion. However, the exact mathematical form of the initial distribu- 
tion is not known, and even if it were known, in all probability the 
integration could not be readily evaluated. Rather than to attempt 

to fit the initial distribution to a mathematical function, the resulting 
theoretical distributions are, therefore, approximated by represent- 
ing the continuous distributions by histograms with each element of 
the histogram small compared to the width of the theoretical mono- 
energetic distribution and with the energy increments of both distri- 


butions of equal width. 
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(x 1000) Counts/Integration 


FIGURE 6 
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FIGURE? Histogram Distribution Illustration 


Figure 7 shows two simp'e histozyrams, H(E) and I(Q), b. ing 
operated to produce a resulting histogram, J(E). If I(Q) represents 
the theoretical energy loss distribution ofa See arse group of 
electrons and H(E) the frequency distribution of the incident electrons 
in various ''monoenergetic'' levels of small energy width, then the 
resulting distribution is given by J(E) if properly normalized. 

The above technique was applied to the data by selecting the 
appropriate curves from B&W for the thickness of the absorber and 
calculating the theoretical distributions by use of the IBM 360 com- 
puter at the NPGS. The resulting theoretical curves were normalized 
to the experimental peak amplitude and compared with the measured 
distributions (See figures 8 and 9). ‘The graphical presentations of 
B&W are truncated at A = 15 which in all cases of interest fits 
within the half width, but this truncation results in low theoretical 
distributions below the half maximum point on the low end of the final 
energy distribution curve. In an attempt to overcome this discrep- 
ancy to a limited extent, the distribution curves were extrapolated by 
an exponential extension fitted to the slope of the B&W curves at 
 =15. This extrapolation is expected to give better agreement 
with measured data for the larger energy loss regions without signi- 
ficant effect on the predicted half widths. 

Table HI gives the values of the distribution parameters to be 
used for the B&W theory for the absorbers and energies used. It can 


be seen from this table that for most of the absorbers and energies 
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TABLE III. Distribution Parameters 





bye 


the parameter b¢ is considerably smaller than 3 and the approximation 
of Be equals zero would not be expected to give significant errors. 

The effect of af is shown in figure 8 by plotting the theoretical final 
distributions resulting from the initial distribution measured at 53.8 
MeV as calculated for bé values of zero and 3 fora 1.522 emf cm 
absorber. The actual theoretical value of b“ for the case shown is 


O. HOS: 


a6 
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The theoretically predicted and the experimentally measured 
values of the most probable energy loss and half widths for the var- 
ious thicknesses of absorbers and initial energies are tabulated in 
table IV. The column headed S under Qp gives the values obtained 
from the Sternheimer equation. 

Oniy-in the caseerthel: 522 gm/cm* absorber at 53.8 MeV 
which is marked by an asterix is there any reasonable agreement in 
the results on half width; this one distribution was measured with 
the absorber at approximately 3 cm from the scattering foil and 
thus much nearer the focal point of the spectrometer. All other dis- 
tributions were measured with the absorbers at a position approximate- 
ly 22 em from the scattering foil and focal point. This effect wiliiee 
discussed in section VI. 

The most probable energy loss results are systematically higher 
than those of either B&W of Sternheimer but seem to follow the theory 
of B&W more closely. It is believed that experimental geometry 
played a role in this discrepancy as well as inthe half widths. Section 
VI contains further discussion on this point. 

The experimental distribution for the 53.8 MeV distribution for 
the Lea 22 gm/cm¢ absorber is shown in figure 6 with the initial ener- 
gy distribution. The most probable energy loss is measured as the 
energy difference in the locations of the maxima of the two distri- 


butions. 
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TABLE IV. Energy Loss Distribution Characteristics 
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Figure 8 shows this same experimental distribution for the 1. 522 
gm/ cm’ absorber along with the theoretical distributions calculated 
by the B&W theory for bé values of zero and 3. The calculated b@ 
for this energy and absorber is 0.165. The comparable distribution 
for this absorber positioned 22 cm from the scattering foil is shown 
in figure 9. Comparison of these two figures shows the detrimental 
effect of the absorber being located significant distances from the 


spectrometer focal point. 
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Theoretical and Experimental Final Distribution 
(3 cm absorber position) 
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Vie DISCUSSION 


The general lack of agreement between the experimental mea- 
surements and the theoretically predicted half widths is explainable 
in terms of spectrometer resolution errors induced by the absorbers 
scattering electrons in single scattering events in such a manner 
that the spectrometer sees these scattered electrons as coming 
from virtual source points far removed from the focal paqint. Fig- 
ure 10 illustrates this effect by showing how electrons assumed to 
have the same energy would pass through the spectrometer. The 
paths that show scattering are projected back to the vertical plane 
containing the focal point of the spectrometer to their virtual source 
points.’ From this one can see that for an electron on any piven path 
incident on the absorber so as to make sucha scattering, that the 
further the absorber is located from the plane containing the focal 
point of the spectrometer the further the virtual source point will be 
from the focal point, Since the focusing properties of the spectro- 
meter are such that it focuses points at the source to points at the 
detector, displacement of the apparent source points through 
scattering will result in even monoenergetic electrons appearing to 
have an energy distribution. This then shows qualitatively how the 
geometry of the experiment caused the discrepancy in half widths. 

With regard to the tendency of the measured most probable en- 
ergy losses to exceed the theoretical systematically, one must con- 


sider that the broadening of the distributions first of all makes the 
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determination of the energy of the maximum difficult to determine 
since the peaks of the distribution curves are broader and statistical 
fluctuations on these broader peaks mask the true location. Secondly, 
the fact that all electrons do not travel through the absorber on paths 
that are perpendicular to the faces of the absorber means that there 
will be some path lengthening due to the geometry even if no scatter- 
ing were to take place. This geometrical lengthening would be for 
the size of the spectrometer entrance used only about 0.2%asa 
maximum which corresponds to the effect on the electrons entering 
the spectrometer at the extreme top and bottom limits of the entrance 
on straight paths from the scattering foil ''source'’. Furthermore, 
the probability of scattering a significant number of electrons to 
small angles of up to about 15 degrees increases with thickness es- 
sentially linearly so that path lengthenings of up to 3% or more could 
be expected to occur for a sipneiicant numaber of electronsmii me col- 
limation is used to exclude such electrons from entering the spectro- 
meter. A detailed analysis of this effect is not felt justified by the 
quality of the present data. This effect could in part, however, ex- 
plain the fact that Breuer (12) found deviations from the theory at 
thicknesses greater than 2 gm/cm”. 
The measurement with the absorber at the 3 cm position from 
the scattering foil seems to have given the best agreement both in 
terms of most probable loss and half width. Even so the half width 


of the initial energy spectrum was such that it may have also acted 


41 


to mask the effects. The initial distribution half width was for this 
case 325 £20 KeV while the theoretical half width for a Momeenerpectia 
incident beam of this energy passing through this absorber is about 
Di die Vv . 

Factors that contributed to the width of the initial distribution to 
increase its energy width include (1) the upstream SEM used to moni- 
tor the electron beam current for accelerator control, (2) the 3.3 
mil aluminum window at the entrance to the scattering chamber, and: 
(3) the scattering foil used for the experiment. In addition to increas- 
ing the energy width of the initial distribution the upstream structures 
also cause scattering of the beam which results in a wider spatial 
distriputloneot, tie electrons on the scattering foil, and this results 
in apparent energy broadening in the data as indicated above. 

With refinements in the experimental set up to move the absorb- 
ers as close as possible to the spectometer focal point without getting 
so close as to encounter beam edge scattering from the absorber, 
and perhaps collimation after the absorbers to remove electrons 
- scattered through excessive angles where path lengthening can be- 
come significant, measurements of much better quality could be 
obtained. Furthermore, if the upstream obstructions could) beurre. 
moved for such measurements less beam spread effects should 
occur so that scattering at the beam edge and beam fringe:-induced 
resolution errors would be diminished. 


The 16 inch spectrometer has a dispersion of 3.9 Lion ce 
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according to Oberdier (14). The exact resolution of the spectrometer 
cannot, however, be calculated since the exact dimensions of the 
beam spot are not yet known. It is estimated that the resolution of 
the spectrometer was of the order of 0.3% of the total energy which 
is acceptable for the required measurements. One problem area in 
this respect which could have a bearing on the most probable energy 
loss measurements is that there exists no system at the accelerator 
at this time to determine whether or not the beam intersects the 
scattering foil at the proper point. Errors in steering the beam 
into the scatterer could cause biased readings that could cause 
systematic errors. 

The results at low energy seem to be in reasonable agreement 
with the results of Breuer (12) as tothe most probable energy loss, 
and perhaps provide some insight into the factors which may have 
caused the discrepancies between theory and experiment as reported 
by Breuer. At no point in his discussion of his procedure does 
Breuer indicate that any form of collimation was used to limit single 
scattering path lengthening. This effect would obviously increase 
with increasing absorber thickness as was indicated in his results. 

There appears to be some doubt as to the validity of assuming 
that the measurement of the energy difference between the initial and 
final experimental peaks is a valid measure of the most probable 
energy loss for individual electrons. The Theoretical Values in 


table IV are for monoenergetic electrons and therefore are the 
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theoretical values for the most probable loss for a single electron; 
however, as can be seen in figure 8, a distributed initial energy seems 
to cause the peak in the theoretical final distribution to fall ata 
lower energy than that predicted for initially monoenergetic electrons 
and much closer to the experimental distribution. This could also 
finen account at least ingpart for the deviations from theory indicated 
here and by Breuer. Further experimental data of good accuracy are 
required for proper evaluation of this factor. 

Certainly further work in this area at the USNPGS LINAC is 
justified, and there is good reason to believe that with the indicated 
refinements in the experimental arrangement that a significant addi- 


tion to the literature on energy loss can be produced. 
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Computer Program for Counting Rate 
Corrections 


re PE Nereis 


G FROGRAM TO CORRECT COUNTING DATA FOR HIGH COUNTING RATE. 
//FORTeSYSIN DD x 
DIMENSION €(130),EN(6,130) oT (69139) yNl65130) 
READ (5,99) M 
7 READ (5.100) CE UG) pENTEL » JU TUL ada 
. Ne)» JU TC Leg ENO, JIT (25905 ENN 3) 315703 ed) 
A ER) cilia J) GEN N(SeJ3}oTI5,J) oENC6, J) eTh6sdbe J=leMi , 
100 FORMAT (13F5.0) 
DO 200 J=1,M 
DOW NII SAD EENGL 1*( I OFENCI, W043 ZO/( 11469. O#T 
= et e 169, 90*7T(1,J3)40. OCG 
500 CaN Ce “ : 9J)402N00061)) 
WRITE (5,400) 
400 FORMAT (LH1» T2HENERGY 0 1 2 2 
{WRITE (61300) CECI) NOL, SD NC 2p So NC 39S) NEG eS) oN (Sed) gNO Go dD 9 
300 FORMAT (F10.3,6110) 
DO 90 LK=1,6 
PO 80 LS=14M 
80 WRITE(7,900) E(LS),N(LK,LS) 
90 CONTINUE 
900 FARMAT(' *,F7.3,96XyI5) 
STOP 
END 
C DATA_IN 13 FIELDS OF 5 COLUMNS EACH, FIRST FIELN IS FOR FNFRGY 
C VALUE, SUBSEQUENT COLUMNS ALTERNATE COUNT,TIME, COUNT, ETC. 
C QNE DATA CARD FOR EACH ENERGY SETTING OF SoFCTROMETER, 
G NEEDWNOT USE ALL FIELDS. 
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DO 5C0 I-1,™ 
FEF(I+J-1 )=FEF(I4+J3-1)4FQ0( 9) *FEI (CL )*AMP 
B=(I4+J-1) 
EF(T+J-1)=EIS-QZERO+5.0*A-BEA/C 
C NOTE THAT THE VALUE OF THE CONSTANT WHICH IS HERE 5.0 MUST BE 
% CHANGED DEPENOING ON THE VALUE OF THE PARAMETER B SQUARE FOR 
¢ THE PROGRAM TO CALCULATE PROPERLY. 
=M—+ N— 
500 CONTINUE 
501 CONTINUE 
WRITE (6,600) (EF( I), FEFC(I)» I=lyt) 
600 FORMAT (1H1l, 18H ENERGY COUNT // (F10s6, F10.4)) 
DO 80 LS= lel 
80 WRITE(7,900}) EF(LS),FEF(LS) 
900 FORMAT(* *,F Te 39 6X9 F520) 
STOP 
END 
C DATA DECK IN THE FOLLOWING ORDER: 
G FIRST CARD ARBITRARY AMPLITUDE FACTOR. 
C SECOND CARD EXPERIMENTAL FINAL DISTRIBUTION MAXIMUM AMPLITUDE. 
¢ FOLLOWING N CARDS THEORETICAL DISTRIBUTION FOR MONOENERGET IC. 
e FOLLOWING M CARDS INITIAL ENERGY DISTRIBUTION OF ELECTRONS. 
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APPENDIX 3. Computer Program for Computing Various 
Distribution Parameters 
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WRITE (6,301) 
WRETE (64300) (TCS) ¢B2( 155) B21 24S) B23 yb) yB2(4y J) B25 95) p= 1 
WRITE (6,301) | 
WRITE (63300) (T(J) eACLy JD AU ZS) ALB pS) ACS eID VAC Sed) y J=29R) 
WRITE (6,300) (TOS) ,ALFROL yd) pALFR( 295) pALER (39d) pALER (Gy J) 
1 ALFR(S¢3), J=198) 
300 FORMAT t6(5X»y F7.5)) 
301 FORMAT (1HO/} 
STOP 
END 
C FIRST DATA CARD 8 THICKNESSES OF ABSORBERS IN REQUIRED FORMAT. 
G SECOND DATA CARD 5 INITIAL ENERGY VALUES IN REQUIRED FORMAT, 
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APPENDIX 4. Computer Program for Data Plotting 
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